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Un 4- Fatruary 1954* VEB Work fuer Fermaeldewesen RFT* resorted to the !&&> 

. viinistrb'tic?a for Radio and Telecommunications ( n T i If PI ) of the s-Y, ,,+ 
German Ministry for Machine Construction that its supSi^f S%i8 * 
.ires (tfcoriated tungsten eirea) had- been .entirely .u£d I to? I? January 

ur^nt? 4 ”* i 5 !" supplies had cone in- since that dat'A* "^e plant 

urgently coined -i.s share of the 1JC kilometers- of-th* thoriated 

import* pllnC 0 * *** t0 lmported ® arl y in *9$4 accor&ng 'lh fhe 

ihe dntexpri*e also reported that its production is seriously hamDered 
**??/"* ° f ad ® quate c °PF«i’-nickal wrapped wire (Cu-Si-Manteldraht)„ 

A 46 iivery of such wire fro® Walzwerk Hettatedt could he used onlv to 
a small extent because of the bad quality of moot of the XL % * 

SyS° r lB ? ortant Jj®** 1 ® 11 ®®*' «4ntibnsd in the report was &e lack of 

1G Dort s -ated that 46 kilograms of thin material 
! !«5 Ve ? ed i^\ J5eCember 1953 by ' /KB Halbaougwepk' Auerhanimer conld not Ip 
“ V? 11 because 11 had to ° «*«* an expansion coefficient; could 
Jr dra r easily, and had a scaly surface.: As a reason far the 
unsatisfactory quality of the Kovar frA tw i-,Ii 

:«™ «to!“ “ t0 •*•*> *“«•««** * 
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The now name for the HF plant, Berlin-Oberachoenegeido. 
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